DOCKETED ITEMS     173
8503060598 Forwards Insp Rept 50-395/85-03 on 850114-18.No violation or deviation noted.
VERRELLI.D.M. Region 2, Office of Director. 85/02/15. DIXON.O.W. South Carolina Electric & Gas Co. 3pp. 29247:242-29247:261.
-8503060603   Insp   Rept   50-395/85-03   on   850114-18.No   violation   or   deviation noted.Major   areas   inspected:licensee   response   to   Generic   Ltr   83-28,post-trip review.equipment classification, vendor interface & manual control. FOSTER.LE., DAVIS.MJ., MERRIWEATHER.N. Region 2, Office of Director. 85/02/ 12. 17pp. 29247:245-29247:261.
8503190383 Forwards Insp Rept 50-395/85-04 on 850121-25 & notice of violation. VERRELLI.D.M. Region 2, Office of Director. 85/02/26. DIXON.O.W. South Carolina Electric & Gas Co. 2pp. 29447:198-29447:205.
-8503190387 Notice of violation from insp on 850121-25. * Region 2, Office of Director. 85/02/26. 1p. 29447:200-29447:200.
-8503190393 Insp Rept 50-395/85-04 on 850121-25.Violation noted:failure of swing shift duty shift supervisor to review Category R2 test status charts. CHRISTENSEN.H., WAGNER.P., JULIAN.C. Region 2, Office of Director. 85/02/20. 5pp. 29447:201-29447:205.
8502250807 IE Info Notice 85-016, "Time/Current Trip Curve Discrepancy of ITE/Sie-mens-Allis Molded Case Circuit Breaker." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/02/27. Consolidated Edison Co. of New York, Inc. 113pp. 29196:147-29196:258.
8503010448 IE Info Notice 85-017, "Possible Sticking of ASCO Solenoid Valves." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/01. Consolidated Edison Co. of New York, Inc. 108pp. 29481:301-29482:044.
8503080414 Summary of 850215 meeting w/util to brief incoming director of Div of Licensing re facility status.licensing issues.SALP & util offsite organization.Supporting documentation & attendance list encl.
HOPKINS.J.B. Licensing Branch 4. 85/03/01. Licensing Branch 4. 15pp. 29300:335-29300:350.
8502270050 Suppl 1 to IE Info Notice 83-70, "Vibration-Induced Valve Failures." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/04. Consolidated Edison Co. of New York, Inc. 109pp. 29481:193-29481:300.
8503050481 IE Info Notice 85-018, "Failures of Undervoltage Output Circuit Boards in Westinghouse-Designed Solid State Protection Sys."
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/07. Consolidated Edison Co. of New York, Inc. 99pp. 29482:045-29482:143.
8503080442 Suppl 1 to IE Info Notice 85-010, "Post-Tensioned Containment Tendon Anchor Head Failure." Svc List encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/08. Consolidated Edison Co. of New York, Inc. 109pp. 29481:085-29481:192.
8503060540 IE Info Notice 85-019, "Alleged Falsification of Certifications & Alteration of Markings on Pipings.Valves & Fittings, Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/11. Consolidated Edison Co. of New York, Inc. 107pp. 29480:233-29480:339.
8503070477 IE Info Notice 85-020, "Motor-Operated Valve Failures Due to Hammering Effect." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/12. Consolidated Edison Co. of New York, Inc. 108pp. 29480:340-29481:084.
8503140033 IE Info Notice 85-021, "MSIV Closure Logic." Svc list encl. JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/18. Consolidated Edison Co. of New York, Inc. 102pp. 29495:120-29495:221.
R. Periodic operating reports & related correspondence
8503180369 Monthly operating rept for Jan 1985.W/850214 Itr. LOIGNON.GA,   DIXON.O.W.   South   Carolina   Electric   &   Gas   Co.   85/01/31. BARRY.LW. Office of Resource Management, Director. 5pp. 29419:317-29419:321.
8503190402 Forwards "Semiannual Effluent & Waste Disposal Rept, Jul-Dec 1984" & proprietary Change A to Rev 3 to "Process Control Program." Requests proprietary info be withheld (ref 10CFR2.790).
DIXON.O.W. South Carolina Electric & Gas Co. 85/03/01. GRACE.J.N. Region 2, Office of Director. 1p. 29450:008-29450:089.
-8503190410 "Semiannual Effluent & Waste Disposal Rept.Jul-Dec 1984." GOWDY.G.M.  South   Carolina  Electric  &  Gas Co.  84/12/31.  79pp.  29450:009-29450:089.
S. Reportable occurrences, LERs & related correspondence
8503140049 Special Rept SPR 85-001 :on 850128.RCS dilution resulted in increased main turbine/generator load.Action initiated to programmatically address operating guidelines for deviation from 100% average thermal power.
DIXON.O.W. South Carolina Electric & Gas Co. 85/02/14. GRACE.J.N. Region 2, Office of Director. 2pp. 29379:362-29379:363.
8503040444 PNO-ll-85-021:on 850227,loss of rod control sys occurred. Controlled shutdown & manual reactor trip - per emergency procedures completed w/o incident.Westinghouse will assist in analysis of event.
WATSON.L, VERRELLI.D.M. Region 2. Office of Director. 85/02/27. 1p. 29178:360-29178:360.
8503080206 PNO-ll-85-023:on 850228,reactor tripped during restart. Caused by high power acceleration due to operator incorrectly estimating amount of Xenon in core.Operator temporarily relieved of duties.
CANTRELL.F.S.,   VERRELLI.D.M.   Region   2,   Office   of   Director.   85/03/04.   2pp. 29275:008-29275:009.
8503180544 NPDES noncompliance notification:on 850301,analysis indicated iron out of spec for tank previously released. Caused by lab instructions not requiring completion of analysis prior to approving release.
DIXON.O.W. South Carolina Electric & Gas Co. 85/03/06. TRIM.A. South Carolina, State of. 2pp. 29420:268-29420:269.
8503270134 LER 85-001-00:on 850216 & 27,reactor shut down due to failure of rod control sys.Caused by low output from pulser oscillator circuit & erratic output of buffer memory circuitry.Oscillatorcalibr.W/850318 Itr.
KOON.A.R.,   DIXON.O.W.   South   Carolina   Electric   &  Gas   Co.   85/03/18.   4pp. 29529:131-29529:134.
8503260545 Part 21 rept re K-line circuit breakers.Wires should be encased in heat shrink tubing to repair circuit breakers where auxiliary switch wires damaged & sponge rubber strip added to top of dust shield to prevent reoccurrence. KAISER.A.F. Brown Boveri Corp. (subs, of Brown Boveri & Co., Ltd.). 85/03/19. DEYOUNG.R.C. Director's Office, Office of Inspection and Enforcement. 6pp. 29516:335-29516:340.
V. Operator Examinations
8502280348 FOIA request for four categories of documents re results of written operator exams at listed facilities.including dates of exams & number of candidates taking exams.
HANAUER.S.H. Technical Analysis Corp. 84/11/01. Office of Administration. 2pp. 29173:007-29173:008.
8502280386 Responds to FOIA request for four categories of documents re results of written   operator    exams   at   listed    facilities.    Forwards   documents   subj,   to request.Documents also available in PDR.Portions of documents withheld. FELTON.J.M. Division of Rules and Records. 84/12/11. HANAUER.S.H. Technical Analysis Corp. 1p. 29173:009-29173:051.
8501180207 Forwards Exam Rept 50-395/OL-84-01 of exams administered on 840924-27.
VERRELLI.D.M. Region 2, Office of Director. 84/12/27. DIXON.O.W. South Carolina Electric & Gas Co. 2pp. 28466:050-28466:131.
-8501180212 Exam Rept 50-395/OL-84-01 on 840924-27.Exam results:17 candidates passed & 4 failed.
NORRIS.T.L, WILSON.B.A. Region 2, Office of Director. 84/12/20. 75pp. 28466:052-28466:131.
DOCKET 50-396 UNIV. OF VIRGINIA CAVALIER REACTOR
Q. Inspection reports, IE Bulletins & correspondence
8503040518 Informs that NRC will conduct independent proprietary review of insp repts (ref 840904 FR notice, "Revised Manual Chapter Proprietary Review of Insp Repts" & 840914 Manual Chapter 0611).Aid in identifying proprietary info requested. OLSHINSKI.J.A. Region 2. Office of Director. 85/02/06. MULDER.R.U. Virginia. Univ. of, Charlottesville, VA. 1p. 29195:059-29195:059.
DOCKET 50-397 WPPSS NUCLEAR PROJECT, UNIT 2
F. Security, medical, emergency & fire protection plans
8503140459 Forwards Insp Rept 50-397/85-04 on 850114-18.NO deficiencies or violations identified.
WENSLAWSKI.F.A. Region 5, Office of Director. 85/02/21. SORENSEN.G.C. Washington Public Power Supply System. 1p. 29377:343-29377:352.
-8503140468  Insp  Rept 50-397/85-04 on 850114-18.No  deficiencies or violations identified.Major areas inspectedernergency preparedness knowledge & performance of duties.followup of four open items & observations of exercise. TEMPLE.G.M., FISH.R.F, Region 5. Office of Director. 85/02/20. 9pp. 29377:344-29377:352.
8503150217 Forwards Insp Rept 50-397/85-06 on 850128-0201.No violations noted. KIRSCH.D.F. Region 5, Office of Director. 85/02/25. SORENSEN.G.C. Washington Public Power Supply System. 1p. 29393:040-29393:044.
-8503150225 Insp Rept 50-397/85-06 on 850128-0201 .No violations or deviations noted.Major areas inspected:TMI (NUREG-0737) issues & followup of LERs. WILLETT.D.J.,   JOHNSON.P.H.   Region   5,   Office   of   Director.   85/02/22.   4pp. 29393:041-29393:044.
8503110322 Rev 1 to Emergency Plan Implementing Procedure 13.14.1, "Emergency Exposure Levels/Protective Action Guides" & Rev 1 to Emergency Plan Implementing Procedure 13.14,3, "Supporting Info Procedures.Supply Sys Health Physics...." MARTIN.J.D., SMITH.I. Washington Public Power Supply System. 85/03/01. 35pp. 29290:171-29290:205.
8503270348 Forwards identification of Reg Guide 1.97 equipment requiring hazardous environ qualification.per License Condition 16,Amend 2,ltern 3(a).lnfo will be included in amend to FSAR,Section 7.5.
SORENSEN.G.C. Washington Public Power Supply System. 85/03/21. SCHWENCER.A. Licensing Branch 2. 4pp. 29525:131-29525:134.
8503270266 Informs that rev to 841206 emergency preparedness plan compatible w/ 10CFR50.47 & w/NUREG-0654,Rev 1, "Criteria for Preparation & Evaluation of Radiological Response & Preparedness in Support of Nuclear Power Plants." FISH.R.F.  Region 5, Office of Director. 85/03/22. SORENSON.G.C. Washington Public Power Supply System. 1p. 29527:213-29527:213. of 10CFR50.47 & requirements of 10CFR50,App E.
